GRCROOND 


Current price for outfitting one W/T operator r $2500 


2 RS-l's @ $850 
1 Generator 
1 Adaptor 
Containers 
12 Pads ® $15 
(set of 3 - 
Agent, Base, HQ) 
Total 
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$2490 


DECLASSIFIED AID RELEASED BY 
CENTRAL I If TELL I0ENCE AGENCY 
SOURCES METHODS EXEMPTION 302 6 
K A 2 1 WAR CR IMES 01 SCLOSURE ACT 
DATE 2007 




